Div. 37 


REF ID : A67790 

LJ Room 5886-B JLJ 


ADDRESS ONLY 

Commissioner of patents 

WASHINGTON, D. C. 


Serial No. 36*868 


DEPARTMENT OF COMMERCE 

UNITED STATES PATENT OFFICE 


WASHINGTON 


April Nineteen, 1939 


William F* Friedman et al 


Sir: 


Your APPLICATION for a patent for an IMPROVEMENT 
in Electrical Switching Mechanism 

filed August 19 , 19 35 , has been ^examined ^and ALLOWED. 

The final fee, 

the Letters Patent will be forwarded in due course of business * 
Additional copies of specifications and drawings will be 
charged for at the following rates: Single copies, uncertified, 
10 cents eaoh. The money should accompany the order. 

Respeotfully, 
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Chief Clerk. 
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)roved for Release bv NSA on 09-05-2013 pursuant to E.Q. 1 3 5 2 1; 



